13,441F 


Modern Units, Simmons furnished. Hot water 
heat. All tile showers. Located 1/4 mile east 
of Junction 61-67, City Route and BY PASS, West 
of City on City Route U. S. 66. 
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Twin-Six Auto Court, 10,230 Hwy. 66, St. Louis 22, Mo. 









